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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” 
Adjustable Portable Post, 
Pipe Vise and Pipe Bender 
Combinations 


These practical “American” Tools 
are built and designed properly for 
practical use and are absolutely 
fool-proof and simple. Easily adjust- 
able by lifting or lowering inner 
sliding tube, plug pin in the hole 
and turn the handle. Easily and 
quickly set up into rigid position 
ready for use. Will not get out of 
position while in use. Bases have 
four prongs, which feature avoids 
tipping over and allows easy and 
quick handling. Vise is in upright 
position, but if side position is de- 
sired we can furnish same special. 
Materials used are of the best, and 
like all other “American” Tools, the 
“American” Portable Post, Vise and 
Bender Combination carries our 
100% guarantee. Chain Vises o 
Hinged Vises are the types of vises 
furnished. 


‘ ie List Price 
No. J, complete with vise of capacity ¥a"to2" $17.00 
No.2, complete with vise of capacity Ye"to 342" _ 24.00 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” 
Radiator Carriers 


Patented 


“American” Radiator Carriers fulfill a much-needed 
want. The carrying and handling of radiators has 
been a disagreeable and hard task, but “American” 
Radiator Carriers make this work easy and simple. 
This new tool insures safety in conveyance, eliminates 
unnecessary hard work and saves time. Note adjust- 
able chain. Note adjustable handles. Note the teeth 
to hold on edge of radiator sections also note the 
adjustable iron strap which assists rigidity. Made of 
best materials and carries the 100% “American” 
guarantee. A trial will convince you of the merits 
of this necessary tool. 


List Price per Carrier............... ad 
List Price per Set of 2 Carriers... 


Discounts Quoted on Application 


“*American’’ Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” Improved 
All-Malleable Iron and Steel 


Portable Pipe Vise Stands 


Can Be Carried to Any Job 


“AMERICAN” Improved Portable Pipe Vise Stands have 
features of which no other similar tool can boast. 


NOTE THE FEATURES: 
Unbreakable Malleable Iron Construction. 
Easily attachable and detachable legs (movable in sockets). 
Holding points and feet on legs (avoids slipping). 
Shelf for tools. 
Pipe Bender (part of body casting). 

List Price 

Stand Complete, no legs, no vise..........-...+-0++0--- 
Stand Complete, with legs, no vise.... 
Stand Complete, no legs, with vise. 
Stand Complete, with legs and vise.... 


When ordering specify type and size of vise the stand is to be 
drilled for. Can be drilled for any type of Hinged or Chain Pipe 
Vise, Capacity Y% to 24 in. If stand is ordered complete with 
vise, hinged type or chain type vise of good standard quality isused, 
Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” Side-Open 
Bench Pipe Vises 


The “American” Side- Open Bench Pipe 
Vise eliminates loss of time and labor. No 
lock to contend with. Pipe can be placed 
and tightened in jaws instantly and can be 
removed instantly. Note the construction 
of the vise jaws. Pipe will not slip or crush. 
This vise is durable and economical. Made of 
the best and toughest materials throughout. 


List Price 
No. 0, capacity /%" to 1" inclusive.............-.--.------ $3.50 
No. 1, bg Vel teas See ee eA oo 6.00 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” Chain Pipe Vises 


“American” Chain Pipe Vises are made of 
selected materials, scientifically manufac- 
tured, very durable and serviceable, and carry 
the “American” guarantee. Can be fastened 
to bench or post quickly, are light in weight, 
enabling the mechanic to carry them easily 
in tool bag or kit, but are built to withstand 
the most severe strains. 


LIST PRICES, VISES AND EXTRA PARTS 


For Wet. Jaws Chain Handle Vise, 
No. Pipe, Each, Pai with Screw with Nut Com- 
Sizes Lbs. air Screw Nut plete 


Yato2 4 $3.00 $2.50 $ .80 $2.20 $1.40 $ 7.00 
%to4 10 7.00 4.80 1.40 4.20 2.70 15.00 
%to8 32 18.00 12.00 2.50 7.00 4.00 36.00 


RNR 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 


“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” Heavy Duty 
Hinged Pipe Vises 


The “American” Hinged Pipe Vise is built 
so that it will withstand the most severe 
kind of tests and give highly satisfactory ser- 
vice. The jaws are properly designed, made 
of special vise jaw steel which are scientific- 
ally hardened and tempered. All other parts 
are made of selected, guaranteed materials. 
List Price 
No. 00 Vise, capacity, Ve" to 1Y4" eee 
No. 0 Vise, capacity, ¥" to 2"_........ i 
No. 1 Vise, capacity, Ye" to 2Y4"..... 
No. 2 Vise, capacity, Ye" to 314"... 


No. 3 Vise, capacity, Ye" to 4"... 2 
No. 4 Vise, capacity, Ye" to 6"... eee eeeeee 


Parts Prices Quoted on Request 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American”? Mechanic 


“AMERICAN” 
Post Pipe Vises 


The “American” Post Pipe Vise can be instantly 
attached to any wood or iron, round or square post 
or pole, or tree. No screws, nails or wrench or other 
tools are necessary to firmly fasten this vise. No 
loose chain to contend with or lose. Can be used 
either as Post Vise or Bench Vise. A labor-saving, 
time-saving, utility tool. 


List Price Complete 


No. 0, capacity %" to 1" 
hoe Mer 28 


Extra Upper Jaw. 


Extra Lower Jaws, set of 2. .10 

Extra Jaw Guides.................-.-- -40 60 
Extra Chain Lengths, with Hook. 2.50 2.50 
Extra Wedge.. -50 
Extra Hook... -50 
Extra Vise Body.._.... 2.50 
Extra Handle and Screw... 1.50 


Discounts Quoted on Application 
“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” 
Clamp Pipe Vises 


This type of vise is designed to. enable quick and 
easy fastening and dismounting. It makes a con- 
venient tool for all classes of pipe trades mechanics. 
American Tools are made of “the best” materials, 
fully 100% guaranteed. 


List Price 
No. 00 Vise, capacity Ye" to 29.0... ..eeceseeecee sees $5.00 
No. 11. Vise; capacity Ve"ito. 20% ic0..bsaceteeese 6.50 


Discounts Quoted on Application 
“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


Dv I—0sF—700 


“AMERICAN” 


Pipe Bender 
Ceiling Plate or 
Box Holder 
Pipe Vise 


This compact, combina- 
tion, utility tool is a real 
time and money saver. 


Three tools all in one. 


It is:— 

No. 1. A good, extra-strong, 
substantial pipe vise of capacity 
¥g" to 2" inclusive. 


No. 2. A good, extra-strong, 
substantial pipe bender for 
bending conduit or pipe up to 
and including 34". Bends are 
made quickly, easily and accu- 
rately. No loose hickeys or 
benders to lose or break. 


No. 3. A good, extra-strong, 
substantial ceiling plate holder 
which holds all standard sizes 
of plates or ceiling boxes. No 
extra machinists vise 
need be used to hold 
plates when reaming 
holes of same. The 
notches in the hook or 
latch tightened by the 
vise screw holds the 
plate in firm tight 
position. This combina- 
tion tool is attractively 
priced, convenient to 
handle and use, more 
accurate and very 
practical. 


Liar Pritenissiu.. $12.00 


Discounts Quoted on Application 


*‘American”’ Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” 
Ratchet Pipe Reamers 


The “American” Ratchet Pipe Reamer is 
properly designed, made of the very best 
materials and like all other “American” 
Tools it carries our 100% guarantee. The 
ratchet is covered so that working parts will 
not clog. 


List Price, No. 1, capacity Ye" to 144" $5.00 
List Price, No. 2, capacity Y%4" to 3" 7.50 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” 
Bit Brace Pipe Reamer 


AMERICAN, 


The “American” Bit Brace Pipe Reamer is constructed 
very similar to our No. 1 Ratchet Reamer but does 
not have the ratchet feature. The “American” Bit 
Brace Pipe Reamer will fit any ordinary bit brace 
and has a capacity of ¥" to 144". The blades are 
made of real tool steel, properly treated, and are 
easily removed for repairs or replacement when 
necessary. 


Dist Prices Secccecrkcecnccscha nite Seco en ee $1.40 


“AMERICAN” 
Ratchet Handle for Nipple or 
Radiator Spud Wrenches 


=| AMERICAN PIPE TOOL CO i= 
7: | — 9 


The “American” Ratchet Handle fits every standard 
make of Nipple or Radiator Spud Wrench, and is a 
real “labor-saver.” This tool is properly designed 
and made of guaranteed, correctly-treated materials. 


j BATS (el fs a MOR eee BRIE RMR $5.00 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” Union Valve 
Nipple or Spud Wrench 


This good “American” Tool is most serviceable, 
made of the very toughest and best material to hold 
up under severe strains. 

Steam-fitters should include an “American” Spud 
Wrench in their tool equipment. 


Tsistiprice each etic oe neta ae a $1.50 


“AMERICAN” Closet Spud 
Wrench 


This good “American” Tool is most serviceable, 
made of the very toughest and best material to hold 
up under severe strains. 


All Plumbers should include an “American” Closet 
Spud Wrench in their tool equipment. 


IBC ESICONCACO (oo x iki Soe ee $1.00 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 


12 


“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” 


Hickeys 
List Price 
17 A Seas eee at $1.75 
EO Merk 2.25 


The American Re- 
versible Ratchet Die 
Stock is properly de- 
signed, suitable for 
all classes of work 
and is very durable. 


List Price 

.---$ 8.50 

‘wich 4 Amexcel Dies... - 14.50 

oe “6 Amexcel Dies... . 17.50 
x ** 4 American Dies.. - 19.50 
s “6 American Dies.. .. 25.00 


Discounts Quoted on Application 
**American”’ Pipe Tools are Quality Pipe Tools at Correct Prices 


13 


“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” 
Solid Pipe Dies 


AME RIN Fee ZL 


“American” Solid Pipe Dies fulfill the needs 
of the trade. They are durable, made of 
selected materials, scientifically yet practi- 
cally treated. “American” Pipe Dies start 
easily and cut clean threads easily. Tests 
will prove their merits and qualities. 
“American” Pipe Dies carry, like all other 
American Tools, our 100% guarantee. 


Approximate List 
Number Dimension of Sizes Price 
Dies Each 
1 22x2exHh =a, 4, 9%, ¥2, 94,1 $3.00 
2 4x4x%h 1,1%,1%2,2 5.00 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 


Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” 
Adjustable Pipe Dies 


“American” Adjustable Pipe Dies fit any 
standard make Standard pattern stocks. 
Like “American” Solid Pipe Dies, they are 
durable, made of selected steel, properly and 
practically treated. “American” Pipe Dies 
start easily and cut perfect, clean threads 
easily. Note the relief at the heel of the 
teeth which feature eliminates friction. 
Comparative tests will prove the superior 
merits and qualities of “American” Adjust- 
able Pipe Dies. 


List 
Price 
Number Made in Sizes Each 
2 Ya, Va, %, V2, %, 1" $3.50 
3 1, 1%, 1%, 2" 5.00 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” 
Adjustable Die Stocks 


“American” Adjustable Die Stocks and 
their parts are standard. These die stocks 
will hold every standard make of adjustable 
dies. “American” Adjustable Die Stocks are 
made of guaranteed materials and are with- 
out question the most durable and most 
satisfactory to use. For prices of “American” 
Adjustable Pipe Dies see page listing same 
in catalogue. 


Stock Number 2-A 3-A 
Capacity Ye" to 1" 4" to 2" 
Weight, Pounds 5% 12% 
Stock complete, without Dies 

OR Guides. Us oad hs $4.00 $7.00 
Guides, each ars 40 aS 
Extra handles, per pair................ 1.25 2.50 
Extra collar screw, each.............. 30 50 
Extra guide screw, each...... bas 30 50 
Extra adjusting screw, each........ 20 40 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” Improved 
Solid Die Stocks 


The design of the new “American” Solid 
Die Stocks is such that they are more prac- 
tical, lighter in weight, but more durable 
and “chip-free”. The equal distribution of 
metal in these die stocks is a new feature 
that increases their convenience and effi- 
ciency. New, practical ideas and features 
are embodied in'the construction and manu- 
facture of “American” Solid Die Stocks. 


No. 1 No. 2 
For Dies, Dimensions, Inches ....................... Wax2Vax3y 4x4x7%q 
Stock Complete without Dies or Guides. $3.50 $8.50 
Guides Each, extra 40 aay) 
Extra Handles, per pair. 125 2.00 
Extra Name Plates, each... .60 1.00 
Extra Thumb Screws, each 30 30 
NV CHENG, POURURy snc. pants A wee Sees 4 9 


Discounts Quoted on Application 


\merican” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
17 


“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” Improved 
No. 2 Box Die Stock 


A Time-Saving, Labor-Saving Die Stock 


The “American” No. 2 Box Die Stock is 
made of the very highest grade material, 
properly designed and manufactured by pipe 
tool experts. It is designed to hold 2 inch 
and 34 inch No. 1 Solid Block Dies of any 
make, but any combination of two sizes Ye 
inch to 1 inch can be had. No loose dies, 


no loose bushings. 


List Price 

Complete Stock only, with Handles....$4.00 
with 2 Amexcel Dies... 7.00 

* “ 2 American Dies............ 9.00 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices* 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” Improved 
Three-Way Die Stock 


The “American” Three-Way Die Stock can 
be had in any combination of 3 sizes Yg" to 
1" inclusive. Any solid dies of 21/2" square 
block can be used in same. This stock is 
made of the very best materials, light in 
weight, but very durable. It is an efficient 
“fool-proof” die stock. 


List Price 
Complete Stock only, with Handles..$ 8.00 
ie with 3 Amexcel Dies............ 12.50 


“ oe 


3 American Dies.......... 16.00 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” Improved 
No. 4 Box Die Stock 


A Time-Saving, Labor-Saving Die Stock 
The “American” Improved No. 4 Box Die Stock is 
designed to carry the 3%, 2, 34 and 1 inch No. 1 solid 
block dies of any make, but any combination of 4 
sizes Ye inch to 1 inch can be had. Stocks have no 
loose bushings or parts. Dies once placed in stock 
need not be removed except for renewal. Dies are 
always in place and ready for use. The guides are 
given a long bearing surface which insures against 
crooked threads. The “American” Improved No. 4 
Box Die Stock is properly designed and manufactured. 
A real “Labor-Saver” and “Time-Saver.” A durable 
fool-proof stock. No mechanical devices or parts to 
get out of order. 


List Price 

Complete Stock only, with Handles................. $ 7.00 
bi with 4 Amexcel Dies........00.......... 13.00 

5 ‘4 Atnerican: Dies. = 0 17.50 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” 
Solder Dipper 


The “American” Solder Dipper is so con- 
structed that the swinging cup always 
remains upright in use which feature avoids 
spilling and waste of solder, burns, etc. The 
cup is made of heat retaining, unbreakable 
metal. The handle is removable. The practi- 
cal mechanic realizes the merits of this “high- 
quality, correctly-priced” tool which is a 
real “labor-saver.” 


Bist Pricens 6 cutee) eee ee $2.00 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” 
Saunders Type Pipe Cutters 


“American” Saunders Type Pipe Cutters, 
like all other “American” Tools, are “the 
best made,” constructed properly so that 
they will give 100% satisfactory service. 
Materials used are of the highest grade 
scientifically and practically machined and 
treated. All parts are standard. 


e List Price 

No. Capacity “acer arora 
1 Ye to 1 inch Pipe 3 $ 3.00 
2 Oe ae 6 4.50 
3 feat Da t 12 7.50 
4 Ap eae, SC ae 15 15.00 
5 Siete sess as 23 2200 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 


ey) 
pore) 


“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” Improved, Easy- 
Cutting, Extra-Strong Pipe Cutters 
Crown Type 


’ Made STRONGER where others are strong 
STRONGEST where others are weak 


The construction of Improved “American” One- 
Wheel Pipe Cutters (Crown Type) is such that 
they are MORE DURABLE and STRONGER 
also EASIER-CUTTING than the ordinary 
types. A “30 days trial” will convince anybody 
of the MERITS and QUALITIES of “Amer- 
ican” Pipe Cutters. 


List Price 
No. 1 Improved “American” Cutter 
(Crown Type) Capacity %” to 1”. $ 4.00 
No. 2 Improved “American” Cutter 
(Crown Type) Capacity 34” to 2”. 6.00 
No. 3 Improved “American” Cutter 
(Crown Type) Capacity 214” to 4”. 19.00 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” 
Barnes Type Pipe Cutters 


= ane 


“American” Barnes Type Three-wheel Pipe 
Cutters are standard and their parts are 
interchangeable with other standard makes 
but materials used and proper design make 
them the better three-wheel cutters to use. 
Either knife-blade wheels or knurled-edge 
wheels can be had in these cutters as can be 
had in our other types of pipe cutters. 
Severe tests will prove the merits and 
qualities of “American” Tools. 


List Price 
No. 1, capacity Ye"to 1", Weight 3 pounds $ 4.50 
Nox cet Ye 2" “ 4% aS 6.00 
Noss, 7" Ligh 3h, ris Se if 10.00 
No. 4, en 24" “ 4n “12% re 20.00 
Ne Sia ah Aes On: ae 20 ss 30.00 
No. 6, 


BOs he oF BF, Pot 2D et 40.00 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” Quality 
Pipe Cutter Wheels 


All Standard Types 


AOrrw [2Hoty 
AQUM MAAH]™AN 


“American” Thin-Blade, Knife-Edge Pipe Cutter Wheels 
are so constructed that they will cut through pipe quickly 
and easily and stand the most severe strains, “American” 
Pipe Cutter Wheels are made of the best tool steel, scien- 
tifically treated and tempered. They are durable wheels 
and prove themselves to be Time-Savers, Labor-Savers 
and Money-Savers. 


List Price of ‘‘American” Cutter Wheels 


No.1 No.2 No.3 No.4 No.5 No.6 
Barnes Type, each noe $0.50 $0.60 $0.80 $1.00 $1.10 ie 10 


Saunders 4 i sb02e 60 1.200 1.10.3 

Nee Crow os ss a 80 pon Ca 

Rigid 66156 ONE 60s as 2 
American “ SF ese OU, S807) MELO. sailings’ aaluaias apenas 


List Price of Cutter Rollers 
No.1 No.2 No.3 No.4 
American, Crown or 
Nye Types, each 
Saunders Type, each. 
Trimo 


List Price of Custer Pins 
No.1 No.2 No.3 No.4 No.5 No.6 
American, Crown or 


Nye Types, per doz._$1.20 $1.80 $2.40 0. 0 
Barnes Type, per doz. 1.00 1.00 1.00 $2. 00 $2.00 yes 00 
Saunders “ * 1.20 1.20 1.80 1.80 
Trimo ca Bee Se ty Lea ba BO sa dae et ae 


Discounts Quoted on Application 
“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” Quality 
Pipe Cutter Wheels 


All Standard Types and Sizes 


Knurled Edge 


“American” Knurled-Edge Pipe Cutter 
Wheels are made of the same high-grade 
materials manufactured and treated in the 
same scientific and practical way as the cele- 
brated “American” Thin-Blade, Knife-Edge 
Pipe Cutter Wheels. They are priced the 
same and carry our “100% satisfaction” 
guarantee. For list prices see listings of 
“American” Thin-Blade, Knife-Edge Pipe 
Cutter Wheels. 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the. “American” Mechanic 


“AMERICAN” 
Waste Pipe Cleaners, 
Sewer Rods or Snakes 


The new “American” Snake will actually 
easily “go around the bends” and “get 
through.” Note the construction which 
gives this new tool “rigidity” yet it is 
flexible. Nete the convenient carrier. 
This tool is an economical time-saver, 
labor-saver, money-saver. 

List Price 


10 ft. Rod 
15 ft. Rod .. 
20 ft. Rod .. 
25 ft. Rod .. 


Discounts Quoted on Application 


“American”’ Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


& “AMERICAN” 
Closet Augers 


ay 


ee 


) 
Me 


“American” Closet Augers 
are constructed to actually 
and properly do the work for 
which they are intended. 
They easily get around the 
bends. The outer coil spring 
has the necessary flexibility 
to which is given rigidity. 
(Note the inner flat clock 
spring going through the 
coil.) Note the “corkscrew” 
head which will work its 
way into and through the 
obstructions, also note the 
bend of the brass tube. 
Tests will prove the merits 
of American Closet Augers. 


ORES EAHEEU REESE RAPE EEE 


List Price 


"Ht., 


3 ft. lengths .. 
4 “ “ 

5 “ ia f. S 
6 oi TRS Ns 2 eels Se ay 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


AMERICAN “Force” Cup 


, 
x 
io 
z 
6 
z 
St 
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The American “FORCE” Cup is so designed and 
will do such good work that it really can be called 
a “FORCE” Cup. This Cup has stood the tests. It 
is not an untried experiment or a novelty. The 
American “FORCE” Cup is practical, scientifically 
constructed, and it is thoroughly reliable. For closet 
bowl work it has no equal and for regular work it, 
by far, surpasses any other Cups on the market. 
Tests will prove that the new American “FORCE” 
Cup is the best made and use or service will prove 
that this tool is the most economical, as well as 
practical to buy. 


(hist? Price ebach=-s.e shee ee oe $4.00 


Discounts Quoted on Application 


“American”’ Pipe Tools are Quality Pipe Tools ac 
Correct Prices 
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“American” Pipe Tools for the “Ameri sn” Mechanic 


“AMEXCEL” 
Solid Pipe Dies 


Although our “Amexcel” brand of dies are 
competitive in prices, yet they are real quality 
dies. “Amexcel” dies start easily, cut easily, 
thread perfectly and are durable. They will 
fit any standard makes of die stocks for solid 
dies. Tests will prove “Amexcel” Dies to 
be real values. 


Approximate List 

Number Dimensions of Sizes Price 
Dies Each 

1 2axlhx% Vo, V4, %, V2, %,1 $1.60 

2 4x4x% 1,1%, 1%, 2 2.50 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMEXCEL” 
Solid Stocks and Dies 


in Sets 


Weight — List 


Size (Pounds) Price 
No. 1 Stock complete, with 3 dies and aaaee 10 $ 7.50 
oxi, * S ese 12, 9.00 
No. +: “ “ “ 5 “ “ “ 14 10.50 
No.l “ Ws Ser Oie ase 6~.16:512:00 
No:2* sf ni Oa i aa Caan 3 Wares Ke |) 
No.2 “ id “ 3 “ “ “ 24 14.50 
No. 2 “ “ “ 4 “ “ “ 27 17.00 


Note: Sizes of dies desired for each set 
should be specified. For prices of stocks only, 
or parts, see listing of our American Solid 
Die Stocks and for prices of extra dies see 
listings of our “Amexcel”’ Solid Pipe Dies or 
“American” Solid Dies. All parts of stocks 
and dies are standard and are interchange- 
able with other makes. See descriptions of 
our stocks and of our dies. 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMEXCEL” 
Adjustable Pipe Dies 


Our “Amexcel” brand, competitive-priced © 
pipe dies are standard in all respects except 
that they are “high quality” pipe dies of real 
merits. They start very easily and cut easily 
and perfectly. “Amexcel” Standard pattern 
Adjustable Pipe Dies, through service tests 
especially, easily prove themselves worthy 
of every consideration. 


List Price 

Number Made in Sizes Each 
2 Ye, Va, Ye, V2, %4, 1" $2.00 
3 Las 12" 4.50 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 


Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMEXCEL” 
Adjustable Stocks and Dies 


in Sets 


Weight List 

Size (Pounds) Price 
No. 2 Stock complete, wih? ates og oa 10 $ 8.75 
Nos Yi 4 11:10:25 
No.2)’ fe alamo Riba aS armies FAS) 6,0) 
No.2 * * SE aromas “13° 14.00 
Nos3:-. “* $ St Dae as $e Lo LOO 
Nos. * NO “22% 1800 
No.3 “ i Se OL. aeO 


Note: Sizes of dies desired for each set 
should be specified. For prices of stocks only, 
or parts, see listing of our American Adjust- 
able Die Stocks and for prices of extra dies 
see listings of our “Amexcel” Solid Pipe 
Dies or “American” Solid Pipe Dies. All 
parts of our stocks and dies are standard and 
are interchangeable with other makes. See 
descriptions of our stocks and of our dies. 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” All- Steel, 
Solid- Steel Tool Chests 


“American” Improved, ALL-STEEL, SOLID-STEEL 
Tool Chests are “the best on the market.” Note 
that all parts are welded, re-enforced and are abso- 
lutely unbreakable. No bolts or rivets to become loose. 
No wooden parts to break. Can be easily stacked 
and handled. Note the easy carrying feature. Fur- 
nished with one inner sliding and removable drawer. 
Nicely finished with olive green lacquer. “American” 
ALL-STEEL, SOLID-STEEL Tool Chests are prac- 
tical, convenient, strong and durable and very 
attractive. 


No. Depth Width Length Weight List Price 
1 11" 1 24" Approx. 65Ibs. $26.00 
2 16" 17% 36" oi 105 39.00 


Discounts Quoted on Application 


“American” Pipe Tools are Quality Pipe Tools at 
Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” Tool Bags 


f 


“American” Tool Bags, like other “American” Tools, 
have individual, practical features not found in any 
other similar bags. They are made of extra heavy 
No.4 first grade canvas duck, have the double handle, 
sewed oi tiveted, have two inside pockets, have 
two, sewed and riveted, tightening or locking straps, 
have aremovable steel bottom, etc. They are excep- 
tionally practical for all classes of mechanics. Size 
of bags are approximately 21" long, 9" deep and at 
the bottom are 4/4" wide. 
Regular. 


Regular, with shoulder strap handle-._............ 
Regular, with full flap and shoulder strap handle............... 3545: 


“AMERICAN” 
Holding Inner Closet Spud Wrench 


List Price 
..-- $3.00 


For holding lugged inner closet spuds, this tool is 

exceptionally practical. Made of unbreakable certi- 

fied malleable iron. Note the removable handle. 

De Es af epee tan) Nom, OC IeE cpt gine SP PT aren RPS OR $1.50 
Discounts Quoted on Application 

““American”’ Pipe Tools are Quality Pipe Tools at Correct Prices 
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“American” Pipe Tools for the “American” Mechanic 


“AMERICAN” Wood and Iron 
Portable Work Benches or Stands 


n 


“‘American,’? Wood and Iron, Portable Work Benches are a new 
construction, very practical and durable and have many qualities 
never before embodied in similar equipment. The legs are easily 
attachable and detachable and easily adjustable to stand squarely 
and firmly on any kind of floor or surface. All parts are unbreak- 
able and will stand severe uses and abuses. Flanges in legs have 
points in them to disallow slippage, also they are drilled to allow 
tightening to the floor or surface they are standing on. Top is of 
a heavy lumber, No. 1 size approximately 24" long by 12" wide by 
ae thick and No. 2 size approximately 48" long by 20" wide by 2/2" 
thick and tops are reinforced by 2" x 4" supports held in rigid 
arin i by ihe leg holding socket bases on which the tops are 
olted on. These work benches or stands can be drilled for any 
type or size of vise if our makes of vises are not desired, but we 
recommend that they be bought complete with our “American 
high-quality, correctly-priced” vises which we make in various 
types and many sizes. See other pages of catalogue. 
List Price 
No. 1 Bench Complete, no legs, no vise... $ 8.00 


Noi“ ee nee : 
No2 “ is a mea oe ; 
No.1 “ ne “and No. 1 chain vise. 14.00 
Naz) .;."* * “ow “No. 1 hinged vise 14.00 
No2 * “ Coupreeubera: tneae ear, te 21.00 
ey eB si “ “No. 2 chain vise. 21.00 


Portable Benches or Stands and prices will vary according to the 
variation in prices of vises. : 


2 Discounts Quoted on Application 
American”’ Pipe Tools are Quality Pipe Tools at Correct Prices 
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“AMERICAN?” Pipe Tools are “Quality” 


Tools at correct prices 


' PRINTED IN U.S. A. 


ohup- 


JOBBERS’ DISCOUNT SHEET ON 


“AME 


/ “American” 
A2“American”™ 
3 American” 
“American” 
“American” 
“‘American” 
“American” 
“American” 


GF American” 


RICAN” Pipe Tools 


No. 12029 
Post, Vise & Bender Combinations 30% 
Radiator Carrier . .7 2. ci .c- 350s -25% 
Imp. Portable Pipe Vise Stands.. 30% 
Side-Open Bench Pipe hme 30-25% 
Chain Pine Vises...... ideo 65210610 5% 
Hinged Pipe Vises........ «+. 334%-25% 
Post]Pipe, Vises: ss so cinees seoce JUE2d% 
Clamp Pipe Vises........... 3314-25% 


Pipe Bender, Ceiling Box Holder, 


Electricians Combination Pipe Vises... 3314-25% 


42 American” 
£f American” 
“4Z American” 
7Z’ American” 
7 f*American" 
rench 
“American” 
“American” 
“American” 
“American” 
“American” 
/3 American" 
“American” 
“American” 
“American” 
2f**American” 
“American” 
“American” 
“American” 
Db American” 
Wheels. 
ba“ American” 


Ratchet Pipe Reamers..... wacce 20225% 
Bit’ Brace Reamer .12.6...240 000 « 20-25% 
Closet Spud Wrenches.......... 45-30% 
Radiator Spud Wrenches..... «- 40-30% 


Ratchet Handle for Nipple 
Se oe eens OTS weee 20-25% 


“Solid Die Stocks and parts. weve 40-25% 


No. 2 Box Die Stocks.......... 40-25% 
Three-Way Die Stocks......... 40-25% 


No. 4 Box Die es nelblnacie 408239 
Ratchet Die Stock... ..050c00¢ 6 40-25% 
Hickeys. . . ES ramrehetaie ner ahar eset aie 40-30% 
Solid Pipe Dieass oe ccceene ce - 40-25% 
Adjustable Pipe Dies........... 40-25% 

Adjustable ig Stocks and parts ae: 23% 
Solder Dipper. << scc.s<.0 <tscesiarcie o 9 25% 
Saunders = Pipe Cutters. "3330. “23% 
Crawn Type Pipe Cutters....... 40-2 


Barnes Type Pipe Cutters...... 45-25% 
Knurled-Edge Pipe Cutter 

Srhas levee eiisis taxa vitae stern pets coseee 55-2590 
“‘Thin-Blade Knife- Edge 


Pipe Cutter Wheels, Pins and SRollerés. wee 55-25% 


PY America -ONBRES.< cc <i. cs ovale cciew ceve.es 50-25% 
“American” Closet Augers. cece cvsesee) DOs2990 
“American” All-Steel Tool Chests..........+ 20-25% 
“American” Force Cups ........- Scavacaveyeceseuat oe ee 
““Amexcel™ Solid Pipe Dies..............06 - 40-25% 
““Amexcel” Solid Stocks and Dies (In Sets).. 40-25% 
“Amexcel” Adjustable Pipe Dies......... wee 40-25% 
“Amexcel” Adjustable Stocks and Dies 
(In Sets) we. ee eee cess ne eee ee seen ees 0-25% 
“American” (Wood and Iron) Work Beheties eg 
“American. -bOGUiEAMS. 6 ois so os acct p.sieleus s 20-30% 
“American” Inner Closet Spud Wrench..... 40-30% 


“American” Pipe Tools are Quality Pipe Tools 


at Correct Prices 


AMERICAN PIPE TOOL CO. 


Harrison Street and Kolmar Avenue 


Chicago, Illinois 


‘, 


© 
5 


= 


DISCOUNT SHEET ON 
“AMERICAN” Pipe Tools 


1937 
Page No. 
1 “American"’ Adj. Portable Posts .....++-++--- 5% 
2 “American” Radiator Carriers ..... ms. 50% 
3 “American” Imp. Portable Pipe Vise Stands. eyed vo: 
4 “American” Side-Open Bench Pipe Vises..... 30% 
5 *‘American™ Chain Pipe Vises ............... 65% 
6 “American” Hinged Pipe Vises ...........+++ 23% 
7 “American” Post Pipe Vises ...... sete eee Oe 
8 “American” Clamp Pipe Vises ...... digmmivewe 20 Vo 
9 “American” Pipe Bender, Ceiling Box Holder, 
Electricians’ Combination Pipe Vise. - 40% 
10 “American” Ratchet Pipe Reamers ........- 20% 
11 “American” Bit Brace Reamer ............- 15% 
11 “American” Ratchet Handle for Nipple oe 20% 
12 “American” Closet Spud Wrenches ..... 
12 “American” Radiator Spud Wrenches 
13 ‘‘American” Ratchet Die Stock ...,.... 
13 “‘American"” Hickeys ...... SS EERE eee 
14 “American” Solid Pipe Dies ......... é 
15 “American” Adjustable Pipe Dies ...... 35% 
16 “American” Adjustable Die Stocks and Parts 30% 
17 “American” Solid Die Stocks and parts...... 30% 
18 “American” No. 2 Box Die Stocks........... 35% 
19 “American" Three-Way Die Stocks.......... 35% 
20 “American” No. 4 Box Die Stocks.......... 2 oe 
21 “American” Solder Dipper ..............-.- 50% 
22 ““American’’ Saunders Type Pipe Cutters.... 25% 
23 “American” Crown Type Pipe Cutters....... 40% 
24 “American” Barnes Type Pipe Cutters. Be 
25-26 “American” Pipe Cutter Wheels, Pins and: 
Rollers (all types and maces Ree ley ie 
27 “American” Snakes ...... eoancs 
28 ‘“*American”™ Closet Augers" eid tat Pasciens Ane 
29:“American Force (Cups: scsi iiss we vs0bs oe 
30 “‘Amexcel” Solid Pipe Dies ......... 
31 ‘‘Amexcel” Solid Stocks and Dies (In Sets) . 30% 
32 ‘“‘Amexcel” Adjustable Pipe Dies .......... - 30% 
33 *“*Amexcel’’ Adjustable. Stocks and detox 
(In Sets) a8 siete Wines scocnsaes: 30% 
34 “American” All-Steel Tool Chests . Sek Sweats 20% 
35 “American” Tool Bags ............22200e08 20% 
35 “American” Inner Closet Spud Wrench. «+ 40% 
36 “‘American’’ Work Benches ........... (se mas ae hee 


“American” Pipe Tools are Quality Pipe Tools 
at Correct Prices 


AMERICAN PIPE TOOL CO. 


Harrison Street and Kolmar Avenue 
Chicago, Illinois 


Vise No. 100—1.35 Net 
Vise No. 200—1.65 Net 


Vi 


se No. 300—2.75 Net 


